AMENDMENT NO. 5 DECEMBER 2022 
TO 
IS 14735 : 1999 UNPLASTICIZED POLYVINYL CHLORIDE (UPVC) INJECTION 
MOULDED FITTINGS FOR SOIL AND WASTE DISCHARGE SYSTEM FOR 


INSIDE AND OUTSIDE BUILDINGS INCLUDING VENTILATION AND RAIN 
WATER SYSTEM — SPECIFICATION 


(Foreword, last para) — Substitute ‘IS 2 : 2022 Rules for rounding off numerical values 
(second revision) for ‘IS 2 : 1960 Rules for rounding off numerical values (revised).’ 


(Page 6, clause A-5.3.6, line 2) — Substitute ‘anhydrous sodium sulphate’ for ‘anhydrous 
ammonium sulphate’. 


(CED 50) 
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